
ENGLISH TRANSLATIONS of six sections of the Proceedings of the USSR 
Academy of Science (Akademiia Nauk SSSR) are available in the Sandia 
Laboratory technical library. W. H. Richardson (3421-1) is holding 
one of the recent monthly translations of Russian scientific articles. 


Russian Technical Journal 
Translations Are Increasing 


What’s new in the Russian sci¬ 
entific world? 

Although not all foreign litera¬ 
ture is available, rapid strides are 
being made in the number of 
Soviet technical journals being 
translated into English. The time 
lag between ox-iginal publication 
date and completed translation is 
being narrowed. 

As a result, Sandia Corporation 
research men and engineers at 
both Sandia and Livermore Lab¬ 
oratories have access to vast re¬ 
sources of translated material. 

At Livermore Laboratory, the 
Technical Library subscribes to 12 
Russian-language technical jour¬ 
nals, which are received in trans¬ 
lated editions. These journals are 
in addition to numerous cover-to- 
cover translations of complete 
technical books, which are also 
available on the shelves of the 
Livermore Laboratory Technical 
Library. 

At Sandia Lab, Library Sec¬ 
tion 3421-1 has completed a 
new listing of available transla¬ 
tions. It includes 54 translations 
of Russian journals. Almost all 
are cover-to-cover translations. 
Most of the journals are routed 
to several individuals or research 
organizations befox-e they are 
placed on the library shelves. 

According to Boi-is L Borokhoff 
of Massachuetts Institute of Tech¬ 
nology, until 1955 fewer than 10 
Soviet journals were available in 
English translation. In 1958 the 
figure jumped to 54, and in 1961 
to 85. The sharp increase was at¬ 
tributed to interest in Russian 
science at the time of the first 
Sputnik, and also to a change in 
Soviet policy in 1956 which lib¬ 
eralized government controls over 
publication of scientific and tech¬ 
nical information. 


Few restrictions were placed on 
disclosures of pui'e science; in fact 
much of the material published 
in Soviet technical journals would 
probably be considered proprietary 
information in the United States. 
The easing of controls had no 
effect on the strict security on 
advancements with direct military 
applications. 

The “Proceedings” of the 
USSR Academy of Sciences com¬ 
prise about 9000 pages annually. 
Only 11 of the more than 60 sec¬ 
tions are translated into English. 
Of these, six are available in the 
Sandia Lab tech library. 

The translations are co-spon¬ 
sored mainly by the National Sci¬ 
ence Foundation and universities 
or technical societies. Others are 
provided by the U. S. Joint Pub¬ 
lications Research Sendee (which 
furnishes such seiwice for govern¬ 
ment agencies), the U. S. Atomic 
Energy Commission, Office of Na¬ 
val Research, National Library of 
Medicine, and the Department of 
Scientific and Industrial Research 
of the British Government. 

The time lag between publi¬ 
cation and ti-anslation is often 
between six months and a year. 
In an attempt to narrow this gap. 
Sandia Lab also subscribes to the 
“Express” series in Electronics, 
Physics, and Power. These are di¬ 
gests prepared from journals sent 
by air mail and are available 
about three months after Rus¬ 
sian publication date. 

Catching up with the Russians 
in the field of abstracting appears 
very difficult. It’s estimated 
that the Russian All-Union In¬ 
stitute of Scientific and Technical 
Information has more than 20,000 
soecialists abstracting articles in 
66 languages from 12,500 period¬ 
icals. 


Editor Praises Article Written by 
Livermore Laboratory's J. D. Gilson 


Editors are traditionally sparing 
with their praise, but an editor of 
“Tool and Manufacturing Engi¬ 
neer" recently broke with tradi¬ 
tion. He wrote an unusual letter of 
praise about an article submitted 
to the magazine by J. D. Gilson 
(8151-2). 

“Occasionally an engineering 
editor is privileged to edit an ar¬ 
ticle which goes to the root of a 
problem and finds a fundamental 
solution to it,” said Felix M. Gior¬ 
dano, associate editor of the Tool 
and Manufacturing Engineer, in a 
letter he wrote to the Technical 
Information Division at Livermore 
Laboratory. 

“Such an article is ‘Computer 
Corrects Gaging Bias,’ by J. D. 
Gilson,” the editor continued. 
“Both he and Livermore Labora¬ 
tory are to be congratulated for 
this signal contribution.” 

The “Tool and Manufacturing 
Engineer” is the official publica¬ 


tion of the American Society of 
Tool and Manufacturing Engi¬ 
neers. Jay’s article is expected to 
be published in March. 

The ai-ticle is based on a paper 
Jay gave at the Interagency Me¬ 
chanical Operations Group meet¬ 
ing in Albuquerque last Septem¬ 
ber. In basic terms, the article de¬ 
scribes a numerical analysis tech¬ 
nique using a computer which will 
eliminate gage bias, caused by im- 
proper placement of parts. The 
new technique may lead to a more 
flexible method of part dimen¬ 
sioning. 

Jay has been with Sandia Cor¬ 
poration since 1955, working in 
project groups at Sandia and Liv¬ 
ermore Laboratories until his as¬ 
signment to Acceptance Equip¬ 
ment Design Division 8151 about 
two years ago. He has been at 
Livermore Laboratory for the past 
three and a half years. 


Western Electric Announces Opening 
Of New Engineering Research Center 


Western Electric’s new labora¬ 
tory and office facilities at the 
Engineering Research Center were 
officially opened on Jan. 9. The 
Center, where some of the Com¬ 
pany’s x-esearch scientists and en¬ 
gineers are developing new tech¬ 
niques for manufacture of com¬ 
munications products, is located on 
a 192-acre tract in Hopewell Town¬ 
ship near Princeton, N. J. 

Opening day visitors were New 
Jersey Governor Richard J. Hughes 
and representatives of education, 
government, the press, neighboring 
laboratories, and community and 
industrial leaders. The group 
toured the new office and labora¬ 
tory facilities. 

The work at the Center will be 
in three areas of manufacturing 
operation: Mechanization studies 
—the development of radically 


new concepts and techniques to 
permit automatic manufacture of 
communications apparatus; Sys¬ 
tem studies — the application of 
mathematical techniques, auto¬ 
matic data processing and com¬ 
puter technology to plan and con¬ 
trol production; and Process 
studies — the application of the 
principles of chemistry, metallurgy 
and physics to manufacturing 
problems. 

The Research Center staff woi-ks 
closely with Bell Labs’ develop¬ 
ment people to evolve new manu¬ 
facturing processes for new prod¬ 
ucts designed by B.T.L. The Cen¬ 
ter’s staff also works closely with 
W.E. engineers at various plant 
locations to introduce new pro¬ 
cesses and improve existing ones. 

Timothy E. Shea, vice President- 
Engineering, welcomed the visitors 
and introduced President H. I. 


Romnes. Mr. Romnes listed the 
objectives of the Center. Glen R. 
Simmons, Diiector of the Center, 
described the facilities and the 
make-up of the staff. Governor 
Hughes spoke on the importance 
of reseai'ch to New Jersey. 

The Engineering Research Cen¬ 
ter was established in 1958 in a 
building formerly occupied by the 
Princeton Film Center. This build¬ 
ing is currently used by the Com¬ 
pany’s Graduate Engineering 
Training program conducted in co¬ 
operation with the Graduate 
School of Engineering of Lehigh 
University. This program leads to 
the master’s degree in either solid- 
state physics or operations re¬ 
research. 

The present staff numbers near¬ 
ly 300, including techxxical and ad¬ 
ministrative support personnel. 
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Engineer Sees Promise in 
Diminutive Power Reducer 


Credit Union Members 
Reelect J. S. Miller 
To President Post 

J. S. Miller (4122) was reelected 
president of the Sandia Laboratory 
Federal Credit Union Board of Di- 
i-ectors at the annual meeting last 
week. Also reelected to the Board 
were E. R. Frye (1112), secretary; 
D. S. Tarbox (3200); and M. E. 
Grothe (4150). D. W. Ballard 
(2564) was newly-voted to the 
Boaid. 

R. A. Quelle (3122) was reelected 
chaii-man of the Credit Committee. 

Mr. Quelle is also serving an un¬ 
expired term on the Board of Di¬ 
rectors with R. L. Kollman (4171), 
vice president; J. J. Michnovicz 
<3465); and Dale Bellamy, Credit 
Union treasurer and manager. 

Other members of the Credit 
Committee include R. F. Camp¬ 
bell (3441), E. W. Shepherd (3425) 
and Credit Union employees Mrs. 
Molly Raisen and Mrs. Lily Redic. 

First action of the new board 
was to appoint a Supervisory Com¬ 
mittee. Members are W. H. Meyers 
(4173), chairman; C. R. Andes 
(4152); and R. C. Mueller (4112). 

MIT Alumni Invited 
To Luncheon Meeting 

The MIT Club of New Mexico 
will meet for luncheon at the 
Coronado Club at noon, Thursday, 
Feb. 14. Plans for the spring meet¬ 
ing will be discussed. All former 
students at Massachxxsetts Insti¬ 
tute of Technology are invited. 
Reservatioxxs are not required. 


“Project DUMB” is what Dean 
E. Gladow (7224) called it. After 
three months of work in Ad¬ 
vanced Development Division 1322, 
the project proved a shrewd an¬ 
swer to the need for a 1000-to-one 
power-reduction mechanism in a 
volume less than one cubic inch. 

Project DUMB (Drive Unit, My¬ 
lar Belting) was a study to see if 
a flat belt system instead of metal 
gears could be used to achieve 
power reduction. 

The assignment was suggested 
by R. P. Stromberg (1322) last 
spring when Dean was rotated into 
the Division as part of Sandia’s 
Technical Development Program. 
Dean was carrying nine hours at 
the University of New Mexico at 
the time. 

Mylar polyester film proved to 
be an ideal material for making 
the tiny one-piece belts. The pro¬ 
totype unit contains five belt 
stages. In each stage, a 0.0937-in. 
shaft serves as the “driver pulley.” 
The “driven” pulley has a major 
diameter of 0.3735-in. and “crown” 
of %-in. radius. Arrangements of 
the belts and pulleys can be made 
to provide approximate speed ra¬ 
tios of 16:1, 63:1, and 250:1, by the 
use of two-, thi-ee-, and four- 
stage reductions. All five stages 
produce 1000:1. 

Special test equipment was 


needed to evaluate the prototype 
unit for efficiency, slippage, out¬ 
put torque, etc. No commercial de¬ 
vice was available for the mea¬ 
surement of the small torque val¬ 
ues produced by the prototype 
unit. 

“Mylar belt transmission can 
combine the advantages of flexible 
design, zero backlash, reversible 
operation, smoothness of opera¬ 
tion, and low cost,” Dean conclud¬ 
ed from his study. “In addition,” 
he said, “the system offei-s ad¬ 
vantages of high belt speed (up 
to one million rpm), low flutter, 
and high efficiencies. The system 
appears quite promising for many 
miniature, non-synchronous appli¬ 
cations. The system is currently 
being considered for use in an in¬ 
strumentation-type tape record¬ 
er.” 

Dean is due to complete the 
TDP program in June. He grad¬ 
uated from Kansas State Univer¬ 
sity in 1961 with a degree in me¬ 
chanical engineering. 

A bachelor, Dean spends his 
off-hours studying for exams and 
building hi-fi stereo sets and mod¬ 
ernistic furniture for his apart¬ 
ment. An accomplished model 
builder. Dean makes models of his 
Sandia designs at home. Currently 
he is working on a giant tracking 
antenna model. 



SPECIAL PROJECT, conducted by TDP student Dean E. in a volume less than one cubic inch. Tiny prototype 
Gladow (7224), produced 1000-to-one power-reduction unit used five Mylar belt stages instead of gears. 
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The High School 'Drop Out' Problem 

"My urgent message to you is, return to school. 

For thousands of you, the decision you make this Sep¬ 
tember about returning to school may mean the dif¬ 
ference between possible hardship and unemploy¬ 
ment or a fruitful life as a productive member of 
our society." 

—President John F. Kennedy 


President Kennedy's concern is the concern of all Ameri¬ 
cans: How do we keep students in high school? In the next 
decade, 12 million young people will drop out of high school. 
This will create a situation which will be a national catastrophe 
unless it is resolved. 

This is the bleak report set forth in "Don't Let Your Child 
Drop Out of High School," a booklet scheduled to be placed 
in the Sandia Corporation racks. 

This waste of human resources is "social dynamite," ac¬ 
cording to Dr. James B. Conant. He believes it is "a serious 
threat to our free society." 

Every American child is entitled to a full high school edu¬ 
cation, says the author of the book. Sterling M. McMurrin, 
former U. S. Commissioner of Education. He points out that it 
is up to the schools, the community, and parents to see that 
young people are given at least the promise of a good life— 
and to do so we should keep them in school. 

The booklet discusses in detail what parents can do to 
help the situation. And the situation needs help, for last year, 
out of the 1000 students who had been enrolled in the fifth 
grade, only 604 stayed long enough to receive their diplomas. 


Two Employees Among 10 Candidates 
For Albuquerque Board of Education 


Paul R. Kintzinger (5412) and 
Candelario Trujillo, Jr. (3451-1) 
are among the 10 candidates who 
have filed for two positions on the 
Albuquerque Board of Education. 

The election will be held Feb. 5, 
with polls open from 8 a.m. to 7 
p.m. The six-year terms will begin 
Mar. 1. 

Mr. Kintzinger is in the Under¬ 
ground Physics Division and has 
been at Sandia Laboratory since 
June 1960. Previously he taught 
geophysics for three years at New 
Mexico Institute of Mining and 
Technology, and was a technical 
assistant for the United Nations in 
Egypt for a brief period. He holds 
a Bachelor’s degree in physics from 
Harvard University, a Master’s in 
physics from Yale University, and 
a doctorate in earth sciences from 
NMIM&T. 

Mr. Trujillo is in the Electronic 
Data Processing Department and 
has been at Sandia since Septem¬ 
ber 1955. After coming to work 
here, he continued to take evening 
courses at the College of St. Joseph 
and in 1960 received his Bachelor’s 
degree in business administration 
He currently is halfway through 
course work for obtaining a Mas¬ 
ter’s degree in management fror* 


the University of New Mexico. 

The other candidates are: Jack 
J. Kennedy, Syria Di Bella. John 
D. Vogel, Evelyn Sowell Martin, 
Joe A. Montoya, N. Tito Quintana 
and incumbents Floyd Darrow and 
Robert K. Elder. 

L. J. Paddison 
Member of Board 
For Quality Symposium 

L. J. Paddison (2400), in his 
capacity as chairman of the IRE 
Professional Group on Reliability 
and Quality Control, served on the 
Board of Directors for the Ninth 
National Symposium on Reliabil¬ 
ity and Quality Control held Jan. 
22-24 in San Francisco. 

During the symposium banquet 
on Jan. 23 he presented the “1962 
IRE-PGRQC Award” to F. J. Bail¬ 
ey, Jr., Chief, Reliability and 
Flight Safety Office of the NASA 
Manned Spacecraft Center. Mr. 
Bailey was honored for his ability 
to provide effective leadership and 
communicate reliability needs to 
the wide variety of personnel in¬ 
volved in the Mercury Program. 

J. W. McDowell (2563-2) was 
one of the area chairmen in charge 
of publicity. 


Two Finish Plastics Study 



— Robert Stewart — 


Two men, Robert F. Knight and 
Robert A. Stewart, both 4224-2, 
have completed training designed 
to acquaint Sandia personnel with 
the dozen plastics processes used 
by Sandia Lab. 

C. E. Runyan, manager of Spe¬ 
cialties Department 4220, stated, 
“They’ve received concentrated 
training and shop experience in 
most of the plastic processes, in¬ 
cluding elastomers, foams, lami¬ 
nates, and molding processes. Most 



— Robert Knight — 


industry specializes in only one or 
two of these processes: competent 
people with the diversified experi¬ 
ence offered in the plastics train¬ 
ing course are relatively rare.” 

Bob Knight has been with San¬ 
dia Corporation since November 
1956, and has been associated with 
Section 4224-2 since May 1958. 
Bob Stewart has been with Sandia 
Corporation since August 1955, and 
with Section 4224-2 since June 
1958. 



accident observed the "Yield” sign. Too often, the signs go 
left had unheeded. They're there to protect you. Yield to them. 


ONIZED 


Professional Engineers Urge 
Civic Activities for Members 

This is the second in a series of articles describing the ac¬ 
tivities of member organizations of the New Mexico Council 
of Techncal and Scientific Societies. 



M. Evelyn Hunter (3320) 


Take a Memo, Please 

Pay attention to the job at 
hand. Some accidents are caused 
by momentary inattention. 


No job is so important and 
no service is so urgent that 
we cannot take time to per¬ 
form our work safely. 


Congratulations 

Bom to: 

Mr. and Mrs. J. A. Allensworth 
(7242) a son, Andrew Joseph 
Thomas, on Dec. 13. 

Mr. and Mrs. David W. Berst 
(7244) a son, David Christopher, 
on Dec. 30. 

Mr. and Mrs. John R. Rosbor- 
ough (2452-3) a son, Mark Allen, 
on Jan. 15. 

Mr. and Mrs. Luciano Gurule 
(3462-3) a son, Matthew, on Jan. 
12 . 

Mr. and Mrs. Raymond Garcia 
(3462-3) a daughter, Matilda Ray, 
on Jan. 16. 

Mr. and Mrs. D. D. Sheldon 
(2561-2) a daughter, Brenda Anne, 
on Jan. 15. 


National Engineers’ Week, 
scheduled Feb. 17-23, calls atten¬ 
tion to the sponsoring organiza¬ 
tion— The National Society of 
Professional Engineers. NSPE was 
founded in 1934 to promote the 
professional, ethical, financial, 
and social advancement of all en¬ 
gineers. 

The Albuquerque Chapter of 
NSPE has been active since 1946. 
Primary concern of the 300-mem¬ 
ber organization is promoting pro¬ 
fessionalism, but activities in¬ 
clude preparing educational proj¬ 
ects, supporting and advising on 
public engineering projects, and 
conducting campaigns for engi¬ 
neering registration and profes¬ 
sional ethics. 

A typical program of the organ¬ 
ization is scheduled Feb. 18 at the 
American Legion Club. J. L. Red¬ 
mond, Chief of Planning and Re¬ 
ports, Corps of Engineers, will dis¬ 
cuss the engineering aspects of Al¬ 
buquerque’s flood control project. 
Financing of the project will also 
be discussed. Federal funds allo¬ 
cated for this project will be with¬ 
drawn Nov. 21, 1963, and the proj¬ 
ect will cease unless citizens of Al¬ 
buquerque take action by then to 
authorize flood control programs. 
The group will discuss ways in 
which the organization can help. 

The dinner meeting will begin 
at 6 p.m. with a social hour. It is 
open to the public. Walt Scott 
(7184), ext. 28253, is taking reser¬ 
vations. 

Walt is vice chairman of the 
NSPE Albuquerque Chapter. Other 
Sandians who are officers of the 
group include M. G. Young (7523), 
treasurer; and J. T. Black, Jr. 
(7182), state director. A retired 
Sandian, Clark Reed, devotes 
much time to the NSPE program 
of interesting students in engi¬ 
neering careers. 

“NSPE encourages engineers to 
participate in public affairs,” Walt 
says, “and also to promote the en¬ 
gineering profession. Professional 
engineering work is largely crea¬ 
tive and requires the exercise of 


independent thought, discretion, 
judgment, and intellect. In per¬ 
forming his duties, the engineer is. 
guided by the rules of profession¬ 
al conduct. He has a recognized 
obligation to place service above 
profit, excellence above mediocri¬ 
ty, and the welfare of society 
above individual advantage.” 

On a national level, NSPE serves 
as consultant to Congress on pro¬ 
posed legislation and as advisors 
on public projects. National com¬ 
mittees, such as Engineers in In¬ 
dustry Committee and the Pro¬ 
fessional Engineers Conference 
Board for Industry (PECBI), 
study the problems of engineers. 
R. W. Henderson, Vice President, 
Weapon Programs, is a member of 
PECBI. 

The national organization has 
60,000 members. In New Mexico, 
there are 800 members in chapters 
in Albuquerque, Santa Fe, Roswell. 
Las Cruces, Hobbs, and Farming- 
ton. State Convention of the group 
will be held in Hobbs, April 20. 

A new section of the organiza¬ 
tion—Engineers in Industry—will 
be organized when the group con¬ 
venes. 

“This functional section will 
help solve professional and ethical 
problems for this division of en¬ 
gineering,” Walt says, “and is an¬ 
other example of the way in which 
NSPE works to help the engineer¬ 
ing profession.” 

Sen. Pastore Chairman 
Of Joint Committee 
On Atomic Energy 

Sen. John O. Pastore of Rhode 
Island has been elected chairman 
of the Joint Committee on Atomic 
Energy for the 88th Congress. Rep. 
Chet Holifield of California will 
serve as vice chairman. 

Membership in the Joint Com¬ 
mittee includes Sen. Clinton P. 
Anderson of New Mexico, who is a 
former chairman of the group, and 
Rep. Thomas G. Morris, also of 
New Mexico. 
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Plan Observance of 1963 
National Engineers' Week 


The New Mexico Council of 
Technical and Scientific Societies 
will join with engineers through¬ 
out the country Feb. 17-23 in ob¬ 
servance of National Engineers’ 
Week. 

The 13 member societies of the 
Council will contribute to a fund 
to bring high school science stu¬ 
dents of the state to Albuquerque 
to attend an Engineering Open 
House sponsored by the University 
of New Mexiso on Feb. 22-23. The 
Council funds provided transpor¬ 
tation for about 500 students last 
year, according to Dale K. Bu¬ 
chanan (7331), Council president. 

The Council will also cooperate 
with the New Mexico Society of 
Professional Engineers in promot¬ 
ing Engineers’ Week. 

Jack A. Barber (7323) is the 
NMSPE chairman for Engineers 


Week. Plans call for a general 
publicity campaign around the 
theme, “America’s Engineers Build 
for the Future.” A Speakers’ Bu¬ 
reau is being organized to provide 
speakers for programs of various 
civic and social organizations. Dis¬ 
plays are planned for several 
downtown locations. 

“National Engineers’ Week is 
annually sponsored by the Nation¬ 
al Society of Professional Engi¬ 
neers to call attention to the role 
of the engineer in society and his 
function in furthering safety, 
technical progress, and public wel¬ 
fare,” Jack said. 

The week of George Washing¬ 
ton’s birthday is traditionally 
chosen for the observance since 
the fust President of the United 
States was a notable civil and 
military engineer. 


George Smiths Are 'Folks' 
To Thirteen Foster Children 


their own families. “We’ve had a 
few bad eggs in the past, but most 
of them have been fairly well 
behaved,” George said. Four fos¬ 
ter children, all boys, are living 
with the Smiths now. Their ages 
range from 10 to 18. “We’ve nev¬ 
er had more than four in the 
house at one time,” George said. 

“The oldest boy works part 
time in a food market in Livermore 
to earn spending money. When he 
graduates from Livermore High 
School this year he hopes to go 
on to college and eventually be¬ 
come a recreation director,” 
George said proudly. 

Hear From Youngsters 

The second oldest has been 
with the Smiths longer than any 
of the others. “He came to us 
when he was only six and he’s 
14 now. He considers us to be 
his real mother and father and 
he’ll fight anyone who says it 
isn’t so,” says his “mother,” Mrs. 
Smith. 

To all of the children, the 
Smiths are “Mom” and “Dad,” 
as far as they’re concerned. “We 
still get Christmas cards from 
youngsters who stayed with us 
years ago. Most of them are now 
in high school and all are credits 
to their community,” George said. 

On occasional weekends, the 
Smiths have taken their four 
children to a ranch they recently 
acquired in Mariposa, Calif., near 
Yosemite Park. “There’s some 
pretty good hunting up there,” 
says George, “and the boys enjoy 
getting out in the country.” 

Having a house full of young¬ 
sters is one way to stay young, 
according to George, who is a fit 
54, “but if the day ever comes 
when we give up the foster par¬ 
ents program, we can still look 
forward to visits with our 12 
grandchildren.” 

T. B. Sherwin Heads 
'63 Cancer Crusade 
In Bernalillo County 

T. B. Sherwin (3431) has been 
named Bernalillo County Chair¬ 
man for the 1963 Cancer Crusade. 
The crusade will be conducted by 
the Bernalillo County Unit of the 
American Cancer Society. 

The annual fund-raising and 
educational campaign is conducted 
during the month of April. 

This year’s crusade theme will 
stress the role of the volunteer in 
supporting the research, educa¬ 
tional and service programs in the 
fight against cancer. 

Sandia Lab employees who are 
members of ECP contribute to the 
cancer fund. Their contributions 
will amount to more than $8000 
this year. 

Another Sandian serving on the 
Crusade committee is Richard 
Meyer (5153), who is heading the 
special events sub-committee. 
Wrenn Timberlake (AEC-ALO Of¬ 
fice of Information) is publicity 
chairman for the drive. 


PROCEDURE FOR PERFORMING calibration of equip¬ 
ment at secondary standards laboratories in the Field 
Inspection Area Offices is explained by Mark Elich and 
others of Technical Training Section 2313-1 during a 


three week orientation for employees newly-assigned 
to this work. Recent attendees included (I to r) C. A. 
Hickman of New York area office, Mr. Elich, R. C. 
Wahlberg of Chicago, and A. F. Kiriluk of New England. 


Sandio's Field Office Standards Labs Help 
Maintain Quality in Suppliers' Products 


Field representatives for some 
time have had the responsibility 
of checking the quality of products 
manufactured for Sandia Corpora¬ 
tion by suppliers scattered across 
the country. During the past year, 
secondary standards laboratories 
have been added to the five field 
offices to further assure the accu¬ 
racy of inspections. 

In determining if products are 
acceptable, the field representa¬ 
tive must inspect the item in fi¬ 
nal form to make sure specifica¬ 
tions are met. A number of Prod¬ 
uct Testers (PTs) are used for 
these examinations. A large part 
of the effectiveness of these 
checks depends upon the calibra¬ 
tion and condition of the PTs. 

“Our job is to establish and 
maintain secondary standards 
labs, and to perform calibration 
and maintenance of test equip¬ 
ment at supplier locations,” ex¬ 
plained H. G. Jeblick, supervisor 
of Field Inspection Division 
2341. The secondary standards 
labs are located at the Chicago, 
New York, Los Angeles, St. 
Louis, and New England area 
offices. 

Each secondary standards lab 
in the field has reference stan¬ 
dards and transfer standards to 
service test equipment of all sizes 
and shapes at scattered supplier 
locations. 

Transfer Standards 
The transfer standards are 
hauled from supplier to supplier in 
small buses, called “Calmobiles” 


by the field men. At each location 
PTs are calibrated against the 
transfer standard and are certi¬ 
fied. This may involve anywhere 
from one to a dozen testers. 

Upon completion of a trip, the 
transfer standard is calibrated to 
reference standards kept in the 
field laboratory. Every eight 
months to a year these reference 
standards are returned to Sandia’s 
Primary Standards Laboratory for 
recertification. This schedule 
meets AEC requirements that 
equipment be cross checked at sec¬ 
ondary standards labs as well as 
referenced back to a central point. 

“This is a whole new respon¬ 
sibility for our field offices,” Mr. 
Jeblick said, “but without this 
function, we can’t be sure of the 
accuracy of our other work.” 

Creation of the laboratories 
turned out to be a big problem. 
In the New York office it was pos¬ 
sible to enlarge existing quarters, 
but the New England (Hartford, 
Conn.) and Chicago field offices 
had to be relocated where more 
space was available. 

Temperature controls had to be 
installed at all locations. The elec¬ 
trical reference standards must be 
kept at temperatures between 70 
and 80 °F.: the mechanical refer¬ 
ence standards in the Chicago of¬ 
fice must be kept at 68°F., plus or 
minus one degree. Personnel with 
specific knowledge and ability to 
do the job had to be found. 

Technical advisement on oper¬ 
ating the secondary standards labs 


was given by R. L. Schneider, su¬ 
pervisor of Secondary Standards 
Division 2413. 

Electrical Standards 

The electrical standards labs are 
responsible for about 230 PTs of 
all types; the mechanical lab in 
Chicago certifies between 600-700 
mechanical gauges and inspection 
equipment. If the items are small, 
they are sent to Chicago; if they 
are large, a man must go to the 
supplier’s plant. 

Each man in the lab is required 
to take a three-week orientation 
course at Sandia Laboratory to be¬ 
come familiar with procedures to 
be followed and proper techniques 
for calibration and cross checks 
against both transfer and refer¬ 
ence standards. The final week is 
actually on-the-job training using 
product testers. 

The course is conducted by 
members of Technical Training 
Division 2313. 

The men operating secondary 
standards laboratories at field in¬ 
spection offices are: New York 
area (2341-1), C. A. Hickman, H. 
G. Neues, and H. H. Pike; Chicago 
area (2341-2), R. E. Pedersen, F. 
C. Spaulding, R. C. Wahlberg, C. F. 
Eckler, and N. C. Rasmussen; St. 
Louis area (2341-5), K. P. Con¬ 
rad, C. D. Hall, and K. R. Tuma; 
Los Angeles area (2341-6), F. K. 
Harrison and C. S. Lane; and New 
England area (2341-7), N. C. 
Brown, A. F. Kiriluk, and J. O. 
Wheeler. 


Seventeen children call George 
Smith “Daddy,”—four of his own 
and 13 youngsters he and his wife 
have taken into their home since 
1955. 

When the four Smith children 
grew up and left home, things 
got pretty lonely around the 
house for George and his wife, 
Leona. “So we decided to become 
foster parents,” said George, who 
works in plant maintenance (8222- 
1 ). 

After a careful investigation by 
the Alameda County Welfare De¬ 
partment, the Smiths were grant¬ 
ed a license in 1955 to care for 
foster children. 

“The children come to us 
through the Alameda County 
Probation Department—an organi¬ 
zation which places children from 
broken homes, as well as children 
who need strict supervision,” 
George said. 

The Welfare Department con¬ 
tributes funds to provide the 
children with food, clothing, and 
some spending money, and the 
Smiths devote their time to the 
proper upbringing of the chil¬ 
dren. “It’s not much different 
from being a regular father and 
mother,” said George. “All of the 
kids need love and understand¬ 
ing, proper discipline, and a good 
home life.” 

Emotional Problems 

Many of the children the 
Smiths have taken care of have 
come to them with severe emo¬ 
tional problems. Some had never 
had any discipline at home; others 
had no family of their own, or 
had mothers and fathers who 
were unable to support them. 
“These kids needed all the help 
we could give them to adjust and 
become good citizens,” George 
said. 

Of the 13 foster children the 
Smiths have had, most have 
stayed with them for about two 
years. When things improve at 
home they usually go back to 


CROSS CHECK of secondary reference standards at the Los Angeles 
*'eld office (2341-6) is one of the jobs of F. K. Harrison in this lab. 


MECHANICAL SECONDARY standards laboratory at Chicago area office 
(2341-2) certifies between 600 and 700 mechanical gauges and inspec¬ 
tion equipment. N. C. Rasmussen is one of two employees in this lab. 
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DIRECTOR of Environmental Testing Organization 7300 is W. A. 
Gardner, shown above at 7300's 185-ft. tower in Area III test lab. 



SOUND can cripple components or systems not designed to withstand 
acoustic stresses. The giant horn above, located in 7300's Area III 
Acoustic Facility, can produce vibrations that will seriously damage ma¬ 
terial. John Windsor, center, checks maintenance and John Colburn, 
right, attaches hoses to supply compressed air to driver during opera¬ 
tion. Both are members of Sandia Laboratory's Vibration Division 7324. 



TEAMWORK is a large part of 7300's activities. John G. Koehler of 
Project Division 7145, left, confers with Dale Buchanan of Test Project 
Engineers 7331-1, and Bill Kampfe of Track, Explosives, and Guns Sec¬ 
tion 7323-1, about new sled assembly for 7300's 18-inch actuator. 
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An engineering specialty 

Environmental Testing--A New World of Simulation 



WEDGE-SHAPED batts of foam damp the terrific sound produced by 
horns at 7300's Acoustic Facility. John Windsor (7324-2) wears head¬ 
set for protection from ear damage. He can communicate via micro¬ 
phone, earphones with others in building. During test, personnel ob¬ 
serve events in this chamber through a multi-pane window from which 
air has been evacuated. Vacuum kills excess vibrations in window. 


“When one faces the problem of 
building reliability into a product 
which may be called on to func¬ 
tion under a wide range of stress¬ 
es, he is obliged to use all of the 
tools of engineering at his dispo¬ 
sal. Environmental testing is one 
of these tools,” W. A. Gardner, Di¬ 
rector of Sandia’s Environmental 
Testing Organization 7300, com¬ 
mented recently. 

Environmental testing is a ma¬ 
jor design and development tool, 
but the laboratory is also a small 
world wherein the effects of tem¬ 
perature, humidity, shock, vibra¬ 
tion. static stress, altitude, and 
radiation are created under care¬ 
ful control for the sake of study¬ 
ing the effect of each phenomenon 
on Sandia’s products: nuclear 
armament and other space-age 
equipment. 

The controlled creation of the 
effects of environments a weap¬ 
on is expected to meet gives de¬ 
sign engineers the knowledge 
that when a weapon enters 
the manufacture-to-stockpile- 
to-target phase of Its life, it can 
be trusted to do its job, if neces¬ 
sary. 

Its reliability won't be jeopard¬ 
ized if its temperature falls below 
or rises above certain points, or 
if it is accidentally banged about 
while being moved, or if it endures 
many other stresses. Such stresses 
are an anticipated part of a weap¬ 
on’s life. 

As a development tool, environ¬ 
mental testing tells engineers what 
areas must be “beefed up” or mod¬ 
ified to cope with the environ¬ 
ments the weapon will endure in 
stockpile or in the field. 

“A decade ago. environmental 
testing wasn’t nearly as complex 
as it is today,” Mr. Gardner con¬ 
tinued. “In its infancy, environ¬ 
mental engineering wasn’t as so¬ 
phisticated; anyone could perform 
the simpler tests ... or thought 
he could. Today, in contrast, en¬ 
vironmental testing is recognized 
as an engineering specialty.” 

Early-Day Tests 
In the “early days” — eight or 
ten years ago — environmental 
tests were made with relatively 
simple equipment and instruments 
by the design engineers them¬ 
selves. As the need for complicated 
tests grew, environmental testing 
became separate from design; fa¬ 
cilities and instrumentation were 
perfected; and the environmental 
engineer—a specialist in creating 
environmental stresses, with a 
finely-tuned sense of the effects 
that can be expected from a given 
test—came into being. 

“We realized early that environ¬ 
mental testing must be systemat¬ 
ically applied,” R. S. Hooper, of 
Test Project Engineers Section 
7331-1, explained. “We discovered 
that in some types of testing, ma¬ 
chinery and instrumentation can’t 
always be counted on to produce 
the same test time after time. The 
need for calibration and duplica¬ 
tion of conditions for tests which 
were necessary to repeat became 
important.” 

In the mid-1950’s, manage¬ 
ment realized the benefit of 
having environmental tests, in¬ 
cluding the associated function¬ 
al tests, made for them by a 
centralized testing group. Such 
centralization reduced the need 
to duplicate expensive equip¬ 
ment. It made possible the de¬ 
velopment of a specialized staff 
of test personnel; it made possi¬ 
ble consistent and repeatable 
tests; and it made possible the 
application of experience gained 


in one program to subsequent 
programs. 

Further, test personnel realized 
that even a simple environment 
like temperature had to be care¬ 
fully and correctly measured and 
its effect properly understood. En¬ 
vironmental effects couldn’t al¬ 
ways be easily interpreted. In the 
face of these complications, two 
types of test experts emerged. 
Specialists in component evalua¬ 
tion testing were assigned to test 
planning and component evalua¬ 
tion; specialists in providing en¬ 
vironments became consultants on 
special problems, test standardiza¬ 
tion, instrumentation, and facili¬ 
ties. 

Major Improvements 

The performance of testing 
functions by a single organization 
has resulted in major improve¬ 
ments in service and standardiza¬ 
tion. Under ideal conditions, an 
environmental engineer joins a 
weapon project group before plan¬ 
ning begins. He advises on a prob¬ 
able sequence of tests needed for 
the new component or system, 
and he provides assistance in 
drawing up a test program. 
Through him, the entire environ¬ 
mental testing complex provides 
its services to design engineers 
during the development of a new 
weapon. 

Under ideal conditions, his 
first job would be to obtain in¬ 
formation about the operation¬ 
al use and expected environ¬ 
mental levels the item is expect¬ 
ed to encounter. After obtaining 
such information, he would write 
a general test plan. His third 
step would be to expand this 
plan into details concerning the 
purpose, level, and method of 
each test to be run. Then, fol¬ 
lowing these detailed plans, he 
would complete the fourth step: 
evaluation of the results of the 
test, culminating in a report 
written by the testing specialist, 
and reviewed, edited, and issued 
by the environmental project 
engineer. 

For example, following these 
guidelines, D. L. Krenz is the test 
project engineer working with 
Aerospace Nuclear Safety Depart¬ 
ment 7110. The Aerospace Nuclear 
Safety program has progressed 
rapidly, with Mr. Krenz contrib¬ 
uting heavily to the detailed test 
planning. “Department 7110 has 
been kept informed as the tests 
are scheduled and performed; the 
preliminary results have been 
available to us promptly,” V. E. 
Blake, manager of Department 
7110, commented. “We feel that 
the test project engineer is really 
working for us, and that they pro¬ 
vide a much needed service to any 
project group.” 

Testing With Judgment 

Today, Organization 7300 em¬ 
phasizes testing with judgment. 
“Environmental engineers 
throughout the country are realiz¬ 
ing the importance of establishing 
standard testing methods," E. H. 
Copeland, supervisor of System 
Test Division 7331, said. “It used 
to be difficult even to talk co¬ 
herently about test techniques and 
results, because everyone used a 
different approach, and test re¬ 
sults, naturally, varied from labo¬ 
ratory to laboratory. Many groups 
still ask for tests on similar com¬ 
ponents to similar specifications, 
and differences in interpretation 
and procedures still create prob¬ 
lems. But we realize the necessity 
of good judgment in testing.” 

Organization 7300 has pub¬ 
lished a guide to testing, Sandia 


Corporation Standard Test 
Methods, for use internally and 
at outside laboratories that may 
be doing testing for Sandia. 
“Environmental testing is an 
art, and we’ve developed quite a 
knowledgeable approach to the 
field,” Mr. Copeland continued. 

The test laboratory is function¬ 
ally organized with a Planning 
and Functional Test Department, 
7330; an Environmental Research 
and Operations Department, 7320; 
and a Facilities and Instrumenta¬ 
tion Department. 7310. 

"Department 7310 serves the en¬ 
tire organisation,” W. O. McCord, 
manager of Department 7310, said. 
“Its services include initial plan¬ 
ning, design, procurement of facil¬ 
ities, and modification of existing 
facilities. The department also 
searches for new ways to test be¬ 
fore a critical need for them 
arises, and is researching and de¬ 
veloping new techniques of instru¬ 
mentation. 

“Another major function of De 
partment 7310,” Mr. McCord con¬ 
tinued, “is to provide the instru¬ 
ments to gather data on the na¬ 
ture of the testing environment as 
well as to instrument the test item 
to gather data on its behavior dur¬ 
ing the test. The department also 
calibrates test instruments, an ac¬ 
tivity—along with the others per¬ 
formed by the department—which 
illustrates a continuing concern 
with accuracy. 

Environmental Effects 

Department 7320 personnel per¬ 
form the environmental tests and 
carry on testing research. “To ef¬ 
fectively produce the environmen¬ 
tal effects which could be expected 
in stockpile or in the field. 7310 
and 7320 people must know which 
effects are expected, which are 
most important, and which are 
probable, along with the fine 
points of simulating environments, 
the capacities and limitations of 
equipment, and how meaningful 
measurements of test parameters 
can be made,” R. H. Schultz, man¬ 
ager of Department 7320, explain¬ 
ed. 

The environmental lab is divid¬ 
ed into two parts; one located in 
Area III, the other in Area I. The 
equipment in the Area I lab is 
utilized for component testing, 
while the size and location of the 
facilities in Area III make them 



PLOTTING TABLE prepares graph 
sheet from data cards. The table 
typifies equipment which speeds 
up acquisition, increases accuracy 
of test results. Martha Bullock, of 
Data Processing Division 7333, 
adjusts pen assembly on table. 


especially useful for system test¬ 
ing. 

“Area HI was established to 
provide the AEC with the capa¬ 
bility of performing environ¬ 
mental tests on weapon systems 
(not including nuclear compo¬ 
nents) . This capability, together 
with the size and variety of the 
facilities, is unique in the Unit¬ 
ed States,” P. H. Adams, super¬ 
visor of the Area III Laboratory, 
pointed out. “For example, other 
government contractors fre¬ 
quently request the use of our 
35-ft.-radius centrifuge to run 
tests to failure, or to fire rockets 
being exposed to high accelera¬ 
tions—say, 100 to 200 G’s.” 

The environmental laboratory in 
Area I is located in several build¬ 
ings. Building 860 houses vibra¬ 
tional and climatic equipment, ra¬ 
diography equipment, centrifuges, 
and office space. Other buildings 
in Area I required to house envi¬ 
ronmental laboratory equipment 
are 882 (shock testing), 864 (stat¬ 
ic testing), a branch laboratory in 
880, and, for explosive components, 
another branch laboratory in Area 

n. 

“In addition to performing tests, 
Department 7320 is involved in en¬ 
vironmental testing research,” Mr. 
Schultz said. “It’s a continu¬ 
ing effort to keep ahead of newly- 
developed requirements for test 
environments and instrumenta¬ 
tion.” 

Front Door 

Planning and Functional Test 
Department 7330 serves as the 
“front door” to the entire testing 
organization. Personnel of De¬ 
partment 7330 are familiar with 
the resources available within the 
test lab. and. through their close 
working relationship within the 
lab, they’re especially aware of 
problems presented by the pro¬ 
grams brought to them. 

“This organization provides a 
central contact point for test cus¬ 
tomers and one group responsible 
for all phases of test planning, 
execution, and reporting.” J. W. 
Pearce, manager of Department 
7330, stated. "The division of re¬ 
sponsibility enables a high level of 
specialization in the remainder of 
the testing population. And con¬ 
stant liaison between Departments 
7310, 7320, 7330, and test labora¬ 
tories throughout the nation helps 
us to keep up with advancements.” 

Department 7330 functionally 
tests components which go togeth¬ 
er to make up systems, as well as 
the systems themselves. The de¬ 
partment is also responsible for 
data reduction for the entire 7300 
organization. 

“Data, after all, is an impor¬ 
tant product of testing,” T. E. 
Smart, supervisor of Data Han¬ 
dling Section 7331-1, said. “But 
it must be acquired, presented 
in an intelligible form, inter¬ 
preted, and, finally, stored for 
rapid and orderly accessibility.” 

In data retrieval and handling, 
advances are being made which 
are characteristic of progress be¬ 
ing made throughout 7300. The 
history of data handling typifies, 
in capsule form, the history of 
7300. 

“In the past, data from environ¬ 
mental tests was manually gather¬ 
ed," Mr. Pearce added. "A pen 
recorder might trace a graph of 
temperature fluctuations within a 
test item, and a technician with a 
clipboard would record the infor¬ 
mation by hand. Such a situation 
could be used in the early days of 
testing, but it presented problems 


even then; today, it’s an archaic 
method at best.” 

Disadvantages Obvious 

The disadvantages of this type 
of data handling are obvious. Rec¬ 
ords were bulky and impermanent. 
Interpretations of data were sub¬ 
ject to errors made by the record¬ 
ing technician, and the whole 
process was time-consuming. A 
test “customer” often had to wait 
days or even weeks for retrieval of 
useful information. Today, the 
time scale has been drastically re¬ 
duced. Test information is often 
available within a few hours after 
the tests are run. 

“Although we still use the man¬ 
ual method, the current trend is 
to two other types of data han¬ 
dling, both of which offer im¬ 
provements in speed, accuracy, 
and simplicity,” Mr. Pearce said. 

The first method involves auto¬ 
mated systems which record infor¬ 
mation on punched tape and Flex- 
owriter. Such information is proc¬ 
essed for handling by conventional 
IBM equipment. 

“This method lends itself well 
to the gathering of digital infor¬ 
mation—say, the automatic log¬ 
ging of periodic temperature 
readings,” Mr. Smart explained. 

“The second type of data han¬ 
dling involves use of magnetic 
tape,” Mr. Pearce pointed out. 
“The system involves gathering 
data in analog form which can be 
later ‘replayed’ into, say, a vibra¬ 
tion setup for a continuous dupli¬ 
cation of an actual vibration se¬ 
quence.” 

The magnetic tape can be used 
for preparation of a digitized rec¬ 
ord, if it is needed. The two sys¬ 
tems — digital and analog — com¬ 
plement each other, and provide a 
strong hope for future testing 
techniques. 

“Many of our suppliers must 
carry out specified tests during 
production,” Mr. Gardner, Direc¬ 
tor of 7300, explained. “Organiza¬ 
tion 7300, working with Organiza¬ 
tion 2500, has provided as much 
service as possible to the suppliers 
in the area of standardizing test¬ 
ing methods and performing ac¬ 
curate tests. We think we’re in a 
position to be of real help in dis¬ 
seminating information about the 
latest test techniques. Many 7330 
personnel also contribute to sem¬ 


inars for the suppliers by serving 
as instructors.” 

Testing Information 
Information about testing is a 
vital concern within 7300. Person¬ 
nel consider part of their job to 
be a vigorous contribution to tech¬ 
nical journals, lectures, and sym¬ 
posia concerning environmental 
testing. Articles of interest are ex¬ 
tracted from technical literature 
and become part of a growing li¬ 
brary of information on environ¬ 
mental testing. 

“We want to be continually 
aware of current developments, 
in hopes of ‘getting the jump’ 
on the future,” Mr. Gardner 
said. “As weapon technology 
becomes more complex, so does 
our job in environmental test¬ 
ing. Even before we fully under¬ 
stand our terrestrial environ¬ 
ments, we’re suddenly reaching 


out into deep space. The point is 
that we’re still learning impor¬ 
tant things about the so-called 
‘familiar’ phenomena on earth. 
These things will shape our 
techniques in the future.” 

The hyperenvironments of space 
—extremely high or low tempera¬ 
tures, extreme vacuum, high-den¬ 
sity radiation, zero gravity, 
meteoritic bombardment, and ion¬ 
ized gases—are currently challeng¬ 
ing the ingenuity of the test engi¬ 
neers. 

“Our philosophy is to provide 
the capability for simulation, in¬ 
strumentation. and accurate envi¬ 
ronmental testing, and to have 
this capability ready when need¬ 
ed.” Mr. Gardner concluded. “Our 
job is to provide an environmental 
testing service, hopefully not only 
a service people find satisfactory, 
but one they seek.” 
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Sandia 

Authors 

Current or forthcoming articles 
by Sandia authors in technical 
journals include the following: 

L. H. Koopmans (5425), “Har¬ 
monic Analysis of Varve Time 
Series,” February issue. Journal 
of Geophysical Research. 

R. E. Hughs (5421), “Length 
for Discontinuous Curves,” current 
issue. Archive for Rational Me¬ 
chanics and Analysis. 

C. J. McGarr (4600), “Statis¬ 
tical Work Measurement,” Amer¬ 
ican Management Association’s 
Manufacturing Division Bulletin 
#23. 


Welcome 

Newcomers 


Vicki Bigelo 
Charles H. I 


John E. Lowery . 

Adron B. Prichard ! 


■157.1 

3126 
.. 4333 


Joe E. Tapia .! T 

Patricia J. Underwood . 

M. Eunice Vleck . 

M. Gayle Young . 

•Carol J. Welborn . 

Idaho 

David R. Begeal, Idaho Falls 
Indiana 

•• Young, Griffith .. 


Juan Yguerabide' h 

Maryland 

Raymond S. Clark, Hyattesville ... 
Thomas R. Fewell, Rockville . 

Massachusetts 

■nan. North Billerica ... 


Miss' 


dan E. Stephenson, Rolla __7W 


Gary D. 8roz, Campbell ... 

New York 

Marvin Moss, Ithaca . 


Promotions 

Paul Dubois (4574) to Janitor 

?“ rV tn Du " n Teletypewriter Operator 

F Adm^niTt'rativ^ 3 ° *° S ’ aff 

Rodger I. Gelder (7147) to Staff Associate— 


Audrey A. Simpson (3 
Stenographer 

Catherine C. Cofer (3126) to Typist 
Zona^Mae Hamm (3126) to Secretari., 

M * ril YJ> r A Krauw (3446) to Reproduction 

Donald E. Bates (4135) to Invoice Clerk 
Petty H. Wolf (4613) to Service Clerk 
L Glass (3126) to Staff Assistant— 

^nL^MB^J^ttaV^istant- 

Technical 

Joan E. Maffey (8212) to Stenographer Clerk 

D. Dtane Gearing (3153) to Service Clerk 

Richard E. Ho I ben (4412) to Staff Assistant— 

l. J. Fitzmorris (7322) to laboratory Assistant 
detence W^Green (7322) to Laboratory 

CI * , A»»f ta t° Ce, ° <7332> ’° labori,,ory 

A. Villescas, Jr. (4575) to Laborer 
Walter F. Scott (3465) to Photographic Printer 
Milton J. Lew, Jr. (2624) to Staff Assistant— 


Jean A. Langston (5000) to Secretary 
Jose M. Gutierrez (4613) to Stockkeeper 
Robert P. Williams (4613) to Stockkeeper 
Albert A. Rodriguez (4613) to Stockkeeper 
Howard E. Peacock (4613) to Stockkeeper 

B. O. Sandoval (4575) to laborer 
Arsenio B. Baca (4613) to Stockkeeper 
Willie M. Sisneros (2343) to Record Clerk 
Geneva E. Wiseman (3446) to Reproduction 

Service Clerk 

F. J. Krommenhock (7241) to Data Reduction 
Clerk 

Hector Delgado (7325) to Laboratory Assistant 
Mildred A. Austin (7140) to Secretary 

E. Genese Shieler (7311) to Laboratory Assista 
Supervisory Lateral Transfers 

J. Arnold from 7324-3 to 7332-4 
R. S. Cox from 4113 to 4152 

W. C. Colborne from 4152 to 4113 

K. H. Lloyd from 4411 5 to assignment in 441 ( 

L. P. Baudoin from 4411-3 to 4411-5 
K. L. Gillespie from 1332 to 1324 

R. S. Pinkham, Jr. from 1321-2 to 1324-1 
R. F. Ashmore from 1332-3 to 1324-2 

C. C. Fornero from 3153 to 2642 

F. A. Leckman from 2642 to 3153 
H. C. Walker from 8126 to 8121 

R. S. Jacobson from 8124-1 to 8121 4 

R. K. Petersen from 8126 1 to 8122-3 

S. G. Cain from 8122-3 to 8123-1 
J. D. Benton from 8125 to 8124 

J. H. Burns from 8123-1 to 8124-1 
W. R. Guntrum from 8125-2 to 8124-3 
F. J. Maloney from 8124 to 8126 
W. A. Maupin from 8125-1 to 8126-1 
C. M. Pothoff from 8151-2 to 8127-2 
R. A. Baroody from 8121 to 8144 
R. J. Tockey from 8)41-3 to 8)44-1 
A. J. Wiemken from 8141-1 to 8144-2 
R. M. Tidwell from 8127-2 to 8151-2 
















PAGE SIX LAB NEWS FEBRUARY 1, 1963 

Public Health Service Urges 
Use of All 3 Sabin Vaccines 


Supervisory Appointments 


by S. P. Bliss, M. D. 

Sandia Corporation Medical 
Director 

A special advisory committee 
on oral polio vaccine to the Sur¬ 
geon General of the U. S. Public 
Health Service, met in Decem¬ 
ber 1962 to review all cases of 
polio-like illness associated with 
the three types of oral vaccine. 
The following summary is in¬ 
tended to answer questions Sandia 
employees may have about vacci¬ 
nation and the small risk in¬ 
volved. 

The committee emphasized that 
it doesn’t consider an individual 
case can be proved to be caused 
by the vaccine, and that no lab¬ 
oratory test has given a final an¬ 
swer about a possible relationship 
between the vaccine and certain 
cases of polio-like illness that 
have appeared. 

It attempted to decide for each 
case whether or not it’s “com¬ 
patible” with the possibility of 
having been caused by the vac¬ 
cine. Illness must meet three re¬ 
quirements to be suspect: (1) on¬ 
set within 4-30 days after feed¬ 
ing of vaccine, (2) illness is clear¬ 
ly paralytic polio, and (3) lab¬ 
oratory findings which don’t ex¬ 
clude a relationship between dis¬ 
ease and vaccine. 

On the basis of current data, 11 
cases are associated with Type 
III vaccine, and are judged “com¬ 
patible” by the committee. Eight 
of these people are over age 30. 
Pour cases were excluded because 
they’re clearly urn-elated to Type 
in vaccination: seven cases were 

Dorothy C. Crocker 
Died Jan. 7 

Funeral services were held re¬ 
cently for Dorothy C. Crocker, 52, 
who died Jan. 7 after a short ill¬ 
ness. 

Mrs. Crocker 
had been at 
Sandia Labora¬ 
tory four and a 
half years and 
was a keypunch 
operator in Sec¬ 
tion 3452-5. Her 
home was orig- 
inally Big 
Spring, Tex. 

Survivors include her husband, 
Louis, her mother, and three 
brothers. 


In 1945 President Truman out¬ 
lined a national program for 
control of the nuclear energy 
program. In 1946 there was an 
historic debate before Congress 
passed the Atomic Energy Act 
which gave control of the pro¬ 
gram to a civilian commission. 
The law became effective Aug. 
1. Argonne and Oak Ridge were 
established as national labora¬ 
tories and authorization was 
given for construction of Brook- 
haven. 

At midnight on Dec. 31, 1946, 
the newly-created civilian U. S. 
Atomic Energy Commission as¬ 
sumed responsibility for the na¬ 
tional nuclear energy program. 
Then began the takeover of the 
huge complex of plants and lab¬ 
oratories in which more than $2 
billion had been invested. 

There were eight reactors in 
operation, three for plutonium 
production at Hanford, four re¬ 
search reactors—two each at Los 
Alamos and Argonne Forest— 
and the radioisotope producer at 
Oak Ridge. 

The first years of AEC manage¬ 
ment were devoted primarily to 
rehabilitation and improvement 
of the hastily-built wartime fa¬ 
cilities. Manufacture of fissionable 
material and development of 


SOS 

Sabin Oral Sunday 
Albuquerque residents will 
be able to complete their 
Sabin Oral Polio Vaccine 
series with the third and 
final dose on Sunday, Feb. 3. 

Livermore area residents 
will be offered Type HI vac¬ 
cine in March. 

The Type IH vaccine may 
be secured at the same clin¬ 
ics where the other types 
were administered. 


considered inconclusive as to 
possible relationship. 

Seven cases are associated with 
vaccination of Type I vaccine and 
are judged suspect, of which four 
of the individuals are over age 30. 
Ten cases were excluded: four were 
inconclusive. None of the three 
Type n cases were judged “com¬ 
patible.” 

The total doses given in non¬ 
epidemic areas during 1962 num¬ 
bered about 31 million Type I. 
19 million Type II, and 15 million 
Type HI. Thus, the maximum 
potential risk for Types I and in 
is about 1 per million, but higher 
for those over 30 years old. For 
Type n, there’s no indication of 
risk. Further, the committee says 
that spread of the disease by con¬ 
tact with a person recently vaccin¬ 
ated presents no significant haz¬ 
ard. 

In light of their findings, the 
committee recommends: (1) that 
community plans for immuniza¬ 
tion be encouraged, using all three 
types; and (2) that vaccination 
be emphasized for children, in 
whom the danger of polio is 
greatest, and who serve as the 
natural source of polio infection in 
the community. 

Because the need for immuniza¬ 
tion decreases with advancing age, 
and because potential risks of 
vaccine are believed to exist in 
adults, especially over age 30, vac¬ 
cination should be used for adults 
only with full recognition of its 
very small risk. Vaccination is 
especially recommended for adults 
with high natural disease risk: 
parents of young children, preg¬ 
nant women, people in epidemic 
areas, and those planning foreign 
travel. 

Of greatest importance, the com¬ 
mittee concludes, is continuing 
vaccination of oncoming genera¬ 
tions. 


weapons were put on a perma¬ 
nent basis. Serious trouble with 
the Hanford plutonium reactors, 
due to expansion of the graphite 
blocks used as the moderator, was 
overcome and plutonium produc¬ 
tion was increased. 

Reactor Advances 

The foundations for steady ad¬ 
vances in reactor technology were 
laid. The experimental breeder 
reactor was authorized, the ship 
propulsion project (submarine) 
expanded, need for a material 
testing reactor was studied, and 
a large desert area in Idaho was 
selected for the National Reactor 
Testing Station (NRTS). 

In the 1950-1953 period, fol¬ 
lowing U. S. detonation of a Sov¬ 
iet nuclear test in 1949, the entire 
national program gained momen¬ 
tum. The Congress authorized 
more than $3 billion for new in¬ 
stallations and facilities. Reactor 
development was an important 
part of this expansion. 

In December 1951, the world’s 
first useful nuclear electricity was 
produced at NRTS when a small 
generator hooked up with the 
newly-completed breeder reactor 
lighted four 200-watt bulbs and 
supplied power for shop machines. 
The powerful materials testing 
reactor started operating in Ida¬ 
ho in 1952. 


Service Awards 


15 Year Pins 



Benino Jinzo Monroe J. Blaylock 



10 Year Pins 

Feb. 1-15 

Harry B. Evans, Jr. 2331, C. Jerry King 2544, 
Marilyn C. Pilkington 4413, Hyacinth M. 
Walker 3452, Owen R. Thomas 8213, Evelyn 
Lois Ricard 3133, Herbert L. Webster 2411. 

Ira B. Ward 8121, Howard J. Henry 8241, 
C. F. Magnuson 7144, Laurence W. Platt 2441, 
Robert W. Roberts 2422, Richard M. Dayhoff 
7134, W. G. Sandusky 6000, Mabel L. Syl¬ 
vester 3421. 


The “submarine in the desert” 
became a reality as the land- 
based prototype thermal reactor 
for the first nuclear-powered 
ship, the USS NAUTILUS, was 
completed in Idaho. Several ex¬ 
perimental reactor projects were 
authorized, including development 
of the sodium cooled graphite 
moderated concept. The Oak 
Ridge School of Reactor Technol¬ 
ogy was established in 1950. 

Reactor Importance 

The importance of reactors in 
radioisotope production was 
shown in the increase in quan¬ 
tity and variety available. By 1948, 
the X-10 reactor at Oak Ridge 
could make substantial quantities 
of carbon-14 in a few weeks— 
many, many times more than 
previously available. The cost was 
about $10,000 per millicurie. It 
was calculated then that it would 
require hundreds of cyclotrons to 
turn out a similar amount of 
carbon-14 and the cost would run 
into millions of dollars. 

A surge of industrial and popu¬ 
lar interest in nuclear power re¬ 
sulted in inauguration in 1951 of 
the Commission’s industrial par¬ 
ticipation program. Utility com¬ 
panies in large numbers teamed 
up with reactor and component 
manufacturers in study groups 
that eventually totaled 25, with 81 


CHARLES S. WILLIAMS, JR., 
to supervisor of Statistics and 
Components Evaluation Division 
1442. 

Chuck has 
been with San¬ 
dia Corporation 
full time since 
1957 and had 
previously 
worked sum¬ 
mers or part- 
time since 1952. 
Three years ago 
he was promot¬ 
ed to supervisor of Systems Studies 
and Proposals Section 1424-1. 

Prior to employment here, he 
taught electrical engineering for 
three and a half years at the Uni¬ 
versity of New Mexico. 

Chuck has a BS degree in elec¬ 
trical engineering and an MA in 
mathematics from the University 
of Oklahoma. He later received 
an MS degree in electrical engi¬ 
neering at the University of New 
Mexico. 

He is a member of the Institute 
of Electrical and Electronic En¬ 
gineers, and the following honor¬ 
ary societies: Sigma Xi, Phi Kap¬ 
pa Phi, Pi Mu Epsilon, and Tau 
Beta Pi. 

Chuck was in military service 
for six years duiing both World 
War II and the Korean conflict. 


JOHN E. MARION to supervisor 
of Section 8141-1, Preliminary 
Analysis Division, Livermore Lab¬ 
oratory. 

John, a me¬ 
chanical engi¬ 
neer, joined 
Sandia at Liv¬ 
ermore in July 
1958, and was 
assigned to 
work with a 
project group. 
He has since 
worked in preliminary analysis, 
and for a brief time in field test. 

Before coming to Sandia, John 
served three years in the Marine 
Corps, stationed at Twentynine 
Palms, Calif. He was battery com¬ 
mander in an anti-aircraft bat¬ 
talion and achieved the rank of 
first lieutenant before his dis¬ 
charge. || 

John received his BS degree in 
general engineering from the Uni¬ 
versity of California at Los An¬ 
geles in 1954. He was awarded his 
MS degree in mechanical engi¬ 
neering a year later from the 
same school. 

He is a member of the Califor¬ 
nia Society of Professional Engi¬ 
neers. 


companies participating. Some $8 
million in private funds was 
spent on these studies. First re¬ 
ports of these teams were termed 
“cautiously optimistic.” 

In 1953, the breeding principle 
was established in the Idaho ex¬ 
perimental reactor. The homoge¬ 
neous reactor was tested at Oak 
Ridge and its heat operated a 150- 
kilowatt generator. The submarine 
prototype was brought to sub¬ 
stantial power and construction 
of the USS NAUTILUS was well 
underway. 

That same year, the JCAE held 
extended hearings on nuclear pow¬ 
er development, which laid the 
foundation for revision of the or¬ 
iginal Atomic Energy Act of 
1946. 


The next installment of this 
series starts discussion of AEC 
programs. The Atomic Energy 
Act of 1946 and its 1954 re¬ 
vision require that all AEC ac¬ 
tivities shall have the paramount 
objective of making maximum 
contribution to the “common de¬ 
fense and security.” Currently 
about 70 per cent of AEC ex¬ 
penditures are for the national 
defense. Next: “For the Nation¬ 
al Defense.” 


GEORGE W. DYCKES to super¬ 
visor of Elastomers and Foams 
Section 1112-2, 
Structural Plas¬ 
tics Division. 

George has 
been assigned to 
the Materials 
and Process De¬ 
velopment or¬ 
ganization since 
he came to San¬ 
dia in 1957. 

Peviously he worked two years 
at Peninsular Chem Research Inc., 
Gainesville, Fla., as a project lead¬ 
er in development of new sili¬ 
cone elastomers. He holds pat¬ 
ents on two of these new mater¬ 
ials, which are now marketed by 
Dow Coming Corp. 

George also was a group leader 
in the Applied Research Section 
of Lord Manufacturing Co.. Erie, 
Pa., for five years. His group 
was responsible for the design of 
special polymers and adhesive 
systems used in vibration control 
mountings. 

He received a BS degree in 
chemistry from Gannon College, 
Erie, Pa., and did graduate work 
at Western Reserve University, 
Cleveland, O. 

George is a member of the 
American Chemical Society and 
Rubber Division of ACS. 

JOSEPH w. WEIHE to man¬ 
ager of Mathematical Research 
Department 
5420. 

Joe has been 
at Sandia Lab¬ 
oratory since 
October 19 5 4 
and has been 
supervisor o f 
Systems Anal¬ 
ysis Division 
5422 for nearly 

six years. 

Prior to coming here, he was 
a National Science Fellow at the 
University of California. 

He has BS and MS degrees 
in mathematics from the Univer¬ 
sity of Nevada and a PhD degree 
from the University of California. 
He was a teaching assistant for 
three years and a lecturer in math¬ 
ematics for two years at the Uni¬ 
versity of California, and also 
taught math for two years at the 
University of Nevada. 

During World War H. Joe 

served three years in the Army 
Air Corps, part of the time as a 
pilot in the China-India Thea¬ 
ter. 

He is a member of the Ameri¬ 
can Mathematical Society, the 

American Mathematical Associa¬ 
tion, Sigma Xi, and Phi Kappa 
Phi, honorary societies. 

WILLIAM F. ROHERTY to 
supervisor of Systems Analysis Di¬ 
vision 5422, Mathematical Re¬ 
search Department. 

He has been 

at Sandia Lab¬ 

oratory since 
June 1952 and 
was originally 
assigned to 
Physical 
Research De¬ 
partment 5130. 
Prior to com¬ 
ing to Albuquerque. William was 
a student at Marquette University, 
where he received both his Bach¬ 
elor’s and Master’s degrees in 
physics. 

He served in the Army in 1946 
and 1947. 

Seeking Recruits 
For Membership in 
Sweet Adelines, Inc. 

Like to sing? Sweet Adelines, 
Inc., welcomes new members 
whether or not they have talent 
or previous musical training. 

The only requisite is that you 
like close harmony as in barber¬ 
shop quartets. The group is non¬ 
sectarian and is open to women 
of all ages. 

The singing group meets every 
Wednesday at 7:30 p.m. at the 
First Unitarian Church, 3701 Car¬ 
lisle NE. For further information 
contact Betty Jo Parker (3452). 



The AEC Takes Over— 1947 

Weapons Program Put on Permanent Basis 
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Christmas Season , 
An Annual Elwell 

Nearly every year about Christ¬ 
mas, wanderlust comes to A. R. 
“Al” Elwell (7322-2) and his wife. 
They visited Mexico in 1957, Eu¬ 
rope in 1960, Hawaii in 1961. This 
year, it was Central America. 

“Mrs. Elwell teaches in Albu¬ 
querque, so we wait until the 
Christmas recess to make our 
trips,” Al explains. “This year, we 
found a lot of people were flying, 
but there were few tourists in the 
places we visited.” 

The Elwells touched down in all 
of the Central American countries 
except Bxitish Honduras. They 
saw native ceremonies in many of 
the villages they visited, including 
a Saint’s Day celebration in Chi- 
chicastenango, and a mass mar¬ 
riage in the village of Santiago 
Atilan. 

“We were impressed by the cof¬ 
fee and banana plantations—call¬ 
ed fincas—in Honduras,” Al says. 
“The banana trees on terraced 
hillsides provide proper shade for 
the coffee bushes growing beneath 
them. All of the work on the plan¬ 
tations is done by native laborers.” 

The Elwells won’t commit them¬ 
selves about where they plan to 
go next year. “We’re still enjoying 
the Central America trip," Al con¬ 
cludes. 

Golden Nugget 
Night Planned for 
Coronado Club 

Saturday night, Feb. 9, will be 
“Golden Nugget” night at the Cor¬ 
onado Club. Members and their 
guests will be able to enjoy var¬ 
ious games of chance without 
monetary risk; scrip will be issued 
to everyone. Prizes will be given 
to the luckiest or most skillful 
players. 

The "Vegas Varieties,” fresh 
from Nevada, will present two 
floor shows, and will furnish dance 
music until 1 a.m. A “Silver Dol¬ 
lar” Breakfast will be available 
at midnight. Admission will be 
$1.50 per person. Guest fees are 
waived. 

A special Sea Food Buffet will 
be offered after Social Hour, Feb. 
15. Price is $1.50 per person. 

On Feb. 7, George Arnot will be¬ 
gin a series of ten bridge lessons 
for intermediate players. Fee is $6 
for the course. 

Activities for Feb. 16 feature a 
Sports Smoker with a ski theme, 
guest speaker, and complimentary 
snacks. 


Journey Is Almost 
Family Event 

Amy Kahoiwai at 
Inaugural Ball 
Honoring Brother 

Amy Kahoiwai (3421-1) is 
proudly displaying copies of the 
Honolulu newspapers. Her young¬ 
er brother, William S. Richard¬ 
son, was recently installed as Lieu¬ 
tenant Governor of Hawaii. 

Amy was called home last 
month by the illness of her fa¬ 
ther. While there, she attended 
the inauguration and the inau¬ 
gural ball. 

The inauguration was held on 
the grounds of Iolani Palace, 
where King Kalahaua was crowned 
in 1883. “There were about 7000 
persons on hand for the cere¬ 
mony,” Amy said. “It was very 
colorful with the band-stand area 
lined with luau torches and ka¬ 
hilis, the large, bright feather 
emblems of Hawaiian royalty.” 

The inaugural ball that evening 
was at the Royal Hawaiian Hotel. 
“There was not a muu-muu in 
sight,” she said. The affair was 
formal. Amy wore a Chinese dress 
of brown with gold trim. 

Lt. Gov. Richardson will serve 
a four-year term. He was previ¬ 
ously Executive Secretary for the 
Territorial Committee. 


Hunters, Fishermen 
Sought for Club 

Sandia Lab employees interest¬ 
ed in forming a hunting and fish¬ 
ing club are invited to contact 
Benefits and Services Division 
3122. Plans are now underway to 
organize such a group to share 
information and recreation activ¬ 
ities. Call O. J. Foster, ext. 29157 
for more details. 

Bowling Tourneys 
Being Scheduled 

The first Women’s Handicap 
Bowling Tournament for Sandia 
1 Laboratory and AEC/SAO em¬ 
ployees is scheduled April 20-21 
and April 27-28, according to 
Benefits and Services Division 
3122. The tourney will be held 
at the Coronado Club and will in¬ 
clude singles, doubles, and all 
events competition. 

Interested women bowlers are 
urged to contact Division 3122, 
ext. 29157, by Friday, Feb. 15. if 
they wish to participate. 

Another forthcoming bowling 
event is the 4410 department 
tournament on Sunday at 1 p.m. at 
Lomas Bowl. John Puhara, 4413- 
2 supervisor, issued a challenge 
to bowlers in the other drafting 
sections. Twenty-four teams are 
entered. 
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Meet Your Reporter 

Patte MacPherson Has Five Years 
Experience As Lab News Reporter 



Reporter Patte MacPherson 

R. G. Luckey Named 
SAR President 

Robert G. Luckey, Comptroller, 
4100, was recently elected and in¬ 
stalled as president of the Albu¬ 
querque chapter of the Sons of the 
American Revolution. 


Patte MacPherson has been a 
volunteer Lab News reporter for 
five of her seven years at Sandia. 
She has been assigned mainly to 
Division 2624 in Component Pro¬ 
gramming and Administration De¬ 
partment. 

Patte’s husband Herb has worked 
a graveyard shift as a Sandia se¬ 
curity inspector for the past six 
years, but they have sufficient 
time together to bowl and camp. 
Both enjoy hunting with bow and 
arrow but have yet to kill big 
game. Last year they helped con¬ 
struct a covered patio at their 
home, and have just finished con¬ 
verting their garage into a den. 
“We had some professional assist¬ 
ance, but there was plenty of work 
left for us to do,” Patte said. 

Sympathy 

To Antonio Garcia (4574) for 
the death of his daughter, Evan¬ 
geline Marie, age three, on Jan. 14. 

To L. E. Lamkin (7500) for the 
death of his father in Albuquerque 
Jan. 15. 

To Conroe Wyman (4514-3) for 
the death of his father-in-law in 
Indiana on Jan. 22. 





Feb. 1 to Feb. 16 


^dult Dance | Ladies Bridge I Bridge 1 
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Group to Study 
Manpower Problem 
In Computer Field 

How to select, develop, and 
evaluate programmers and ana¬ 
lysts in the rapidly-growing com¬ 
puter field is a problem that is 
currently bothering industry. Both 
aptitude tests and on-the-job 
evaluations have shown serious 
faults. 

The Computer Personnel Re¬ 
search Group was formed last year 
to study these problems. The 
group’s third meeting will be held 
Feb. 7-8 at Sandia Laboratory to 
establish which areas are to be in¬ 
vestigated and to outline specific 
approaches to be employed. 

Arrangements for the meeting 
will be handled by S. H. Peres 
(3133) and D. K. Robbins (3454). 
Sessions will be held at the Coro¬ 
nado Club. 

The group is comprised of rep¬ 
resentatives from the University 
of Southern California, Johns 
Hopkins University, Army and Air 
Force, several research labora¬ 
tories, and private industry (main¬ 
ly in the computer manufacturing 
field). 

One of the approaches to the 
problem of identifying and evalu¬ 
ating the characteristics desirable 
in a programmer is discussed in an 
article, “Identifying Programmer 
Behavior” by Mr. Peres and Phil 
H. Arnold (3451-1), which ap¬ 
peared in the January issue of 
Datamation. The study was based 
on essays written by 23 program¬ 
mers and their six supervisors at 
Sandia Laboratory. The essays de¬ 
scribed desirable performance and 
characteristics of outstanding pro¬ 
grammers. 

Young Scientists 
To Visit Sandia 
On Edison Day 

The seventh annual Science 
Youth Day tour of Sandia Lab¬ 
oratory facilities will be held Fri¬ 
day, Feb. 15, in observance of the 
birthday of Thomas A. Edison. 

The group will consist of about 
125 outstanding students and 15 
teachers from Albuquerque’s high 
schools and Belen High School. 

The afternoon program includes 
an address of welcome by J. W. 
Galbreath (3430), and a talk by 
R. H. Schultz (7320) on “What 
and Why of Environmental Test¬ 
ing.” The students will then be 
divided into two groups for a 
visit to Technical Area HI to see 
the centrifuge, drop towers, and 
sled track facilities, and to the 
Sphere of Science to see the dis¬ 
plays there and view “The Sandia 
Story.” 

Tour coordinator is G. C. Way- 
land (3433). 

Stereo Tape Club 
Gathering Library 
For Member Use 

Bill Johnson (7331) was elected 
president of the newly-organized 
Sandia Laboratory Tape Club. 
Other officers are John P. Sutt- 
man (3463), vice president; Frank 
F. Taylor (3465), secretary-treas¬ 
urer; and Robert I. Butler (7325), 
board member. 

Membership is open to all San¬ 
dia Lab employees with an in¬ 
terest in four-track stereo. A tape 
library is being assembled for 
use of club members. 

Anyone interested in joining the 
club may call Roseanne Bascom 
(3122), ext. 29157, for informa¬ 
tion. 

Jack Shoup Plans 
Sports Car Gymkhana 
For Automobile Club 

The Rio Grande region of the 
Sports Car Club of America is 
sponsoring a “gymkhana” at the 
southeast corner of the Winrock 
parking lot on Sunday, Feb. 3. 

Registration is from noon to 1 
p m. with a $2 entry fee. All San- 
dians owning sports cars are in¬ 
vited to participate by Jack Shoup 
(1430), activities coordinator. 

A gymkhana is a form of com¬ 
petition in which each individual 
sports car runs an obstacle course 
against time. 



PRERETIREMENT COUNSELING group meets weekly in the evening at the speakers as James E. Cox, (above) assistant trust officer of an Albuquer- 

Coronado Club to discuss retirement planning. Meetings feature such que Bank. Program is conducted by Services and Benefits Division 3122. 


Counseling Assures 'Best Is Yet to Be' 



SANDIA RETIREMENT COUNSELOR, Bert Quelle (3122), left, talks 
with Leroy E. Foster (2563) about Sandia benefits. Mr. Foster will 
retire from the Corporation Feb. 28 after 13 years with the company. 


has today is his own sense of in¬ 


Attitude and planning make the 
difference between success or fail¬ 
ure of retirement. Helping em¬ 
ployees recognize the need for tak¬ 
ing positive steps toward success¬ 
ful retirement is the purpose of 
Sandia Laboratory’s Preretirement 
Counseling Program. Called “A 
Ten Year Look Forward to Re¬ 
tirement,” the program is handled 
by R. A. Quelle of Services and 
Benefits Division 3122. 

“Growing old and retiring from 
active employment are sometimes 
unpleasant thoughts,” Mr. Quelle 
says. “Most people put retirement 
thoughts in the back of their 
minds. They have a vague idea 
that when the time comes they 
will be ready. Many visualize lazy 
days of fishing or puttering in the 
garden. This kind of thinking can 
cause an early death.” 

As Sandia’s retirement coun¬ 
selor, Mr. Quelle has made a 
special study of the problems of 
aging. He is a board member of 
CASA (Coordinated Action for 
Senior Adults) and was a rep¬ 
resentative at the White House 
Conference on Aging in 1961. He 
also served as a member of the 
New Mexico Survey Committee 
on Aging. 

“There have been employees,” 
Mr. Quelle says, “who retire 
bursting with health and vigor. 
They take a little trip similar to a 
vacation and maybe stretch it out 
a little bit. Then they come home 
and there is nothing to do. One 
man went fishing once, then 
stayed home, sat in a chair, and 
died eight months after retiring. 

“This is a tragedy of the high¬ 
est order. The old cliche about re¬ 
tirement being your ‘golden years’ 
is true. Retirement can mean tre¬ 
mendously productive and pleas¬ 
ureful years. I’m happy to say that 
most of our retired employees are 
finding this to be true. Some are 
starting new careers, part-time or 
full-time, in teaching or sales. 
There are those, too, who are in 
community activities. Some have 
started their own businesses. 
Others are using retirement for 
travel and the fulfillment of long 
put-off dreams.” 

Successfully planning finances 
will help provide a comfortable life 
and make possible the activity that 
is vital to retirement. But financial 
planning alone is not enough. 

“Both physical and mental ac¬ 
tivity are a must in retirement,” 


Mr. Quelle says. “Social activities, 
friendships, recreation, and worth¬ 
while work can prolong those gold¬ 
en years. This is a fact. People 
who do things they enjoy and an¬ 
ticipate live longer. Retirement 
from the job need not mean re¬ 
tirement from life." Sandia’s pre¬ 
retirement counseling program 
places early stress on this fact. 

When the program started, there 
were some 400 Sandia employees 
between the ages of 55 and 65. To 
date, some 225 have accepted in¬ 
vitations to attend the series of 
evening meetings at the Coronado 
Club. Wives or husbands are also 
invited. Within two years, the 
backlog of those who wish to par¬ 
ticipate should be completed and 
additional employees reaching age 
55 will be invited into a preretire¬ 
ment discussion group. 

At Livermore Laboratory retire¬ 
ment counseling is offered on an 
individual basis through Employee 
Services & Records Section 8212-2. 
The number of Livermore Labora¬ 
tory employees approaching retire¬ 
ment eligibility is still small and no 
plans have been formulated for 
group counseling at Livermore. 

The program explains Sandia 
Corporation benefits — retire¬ 
ment income, health care, insur¬ 
ance, credit union — as applied 
to the retired employee. Outside 
speakers, experts in their fields, 
discuss social security benefits, 
avoiding pitfalls in financial 
planning, trusts and important 
papers, social adjustment, health 
and medical problems, free¬ 
time activities, and employment 
opportunities. 

“The entire program deals in 
specifics,” Mr. Quelle says. “In¬ 
dividuals are encouraged to seri¬ 
ously consider those preparations 
that will be necessary to insure 
financial comfort. The emphasis 
is on thinking ahead.” 

In addition to the evening meet¬ 
ings, Mr. Quelle is also available 
during working hours for retire¬ 
ment counseling. His office is in 
Bldg. 610, telephone ext. 52136. 

At the close of each series, mem¬ 
bers of the group are asked to 
comment on the effectiveness of 
the program and make suggestions 
for improvements. The returned 
questionnaires have been over¬ 
whelmingly favorable. 

One woman wrote, “One of the 
biggest handicaps an older worker 


feriority and insecurity . . . The 
world accepts us usually at our 
own valuation. If we feel that 
we’re through, then we have 
nothing to offer . . . We enjoyed 
every minute of the course and 
we think it is an extremely fine 
thing.” 

A man said, “One benefit that 
I think the preretirement counsel¬ 
ing program has is this — you 
know, as people become older they 
lose confidence in themselves and 
there is something about the pre¬ 
retirement counseling program 
that gives them confidence in 
themselves ... I expect to move 
to the coast in the Pacific North¬ 


west and become a beachcomber. 
I want to find driftwood there 
and out of this driftwood I will 
make clock cases. Each one, of 
course, will be individual and dif¬ 
ferent from all the others. My 
grandson lives up there, and when 
I get up there I want to try him 
out for size on my knees. Then, I 
have a number of inventions in 
mind that I will develop that will 
do people a lot of good. In fact, 
I have so many things to do that 
I know I will not get them all 
done.” 

“Grow old along with me! The 
best is yet to be, the last of life, 
for which the first was made.”— 
Rabbi Ben Ezra 
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